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10. The expenditure incurred on these extensions during the
year under report came to Rs. 58,098, of which, Rs. 800 were spent
on sinking a bore and installing a pump, Rs. 43,774 on the con-
struction and maintenance of roads, gutters, foot-paths, drains, etc.,
Rs. 3,987 on asphalt road works in the City, Rs. 4,146 on the planta-
tion of road-side trees and of gardens, Rs. 3,519 on compensation and
refund, Rs. 1,372 on establishment and contingencies, and Rs. 500
on the recreation of children.